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To the Tupt• Busby shell, 

Philadelphia, Pa*, 


Dear Sir: 


Can we be of any service to you in equipping with elec¬ 


tricity your now mint building* We feel sure we can make satisfac¬ 


tory ar rang ©men t s if yo u con t emp late Electrical e auipme nt. 

Having had extended experience in the Planning, Construe- 
tin, fe sting and Operating c>f Electrical Plants^ and having no con¬ 
nection with, any Electric Co*, we wish, to tender our servjceto tho¬ 

se needing the assistance of unbiased Engineers. Our Clients can 
save mo n e y an d a t the s a me t i me get- more satisfactory and efficio n t 

installations• They can have unprejudiced advice as to their needs, 

■ 

they can know and express their wants and refuse all work that does 

not pass the Test and Inspection of their Engineers • 

n 

& r jri** - 

Wc desire to call your attention to the following outline 
of what we are pr©pared todo: We furnish P1ans, Speeifications, and 

f ■ m * a 4 

Supervise the Construction of Electric Light, Power and Railway 

# 

Plants# We Erect Reconstruct, Inspect and Test Electrical Plants# 

V fc advise, Inspect and Report on the running of Electric Plants* 

■ 

Trsuting that you will favor us with a reply, we are, 


Yours truly 
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Pattison Brothers, 

Consulting and Constructing Electrical Engineers, 

New York, 

July 20, 1891 

To the Supt. Busbyshell, 

Philadelphia, Pa., 

Dear Sir: - 

Can we be of any service to you in equipping with electricity your new mint building. We 
feel sure we can make satisfactory arrangements if you contemplate Electrical equipment. 

Having had extended experience in the Planning, Constructing, Testing and Operating of 
Electrical Plants, and having no connection with any Electric Co., we wish to tender our service 
to those needing the assistance of unbiased Engineers. Our Clients can save money and at the 
same time get more satisfactory and efficient installations. They can have unprejudiced advice as 
to their needs, they can know and express their wants and refuse all work that does not pass the 
Test and Inspection of their Engineers. 

We desire to call your attention to the following outline of what we are prepared to do: 
We furnish Plans, Specifications, and Supervise and Construction of Electric Light, Power and 
Railway Plants. We Erect Reconstruct, Inspect and Test Electrical Plants. We advise, Inspect and 
Report on the running of Electric Plants. 

Trusting that you will favor us with a reply, we are, 

Yours truly, 

Pattison Bros. 



